This  is  an  interior  view  of  the  oldest  church 
in  the  United  States,  situated  in  Santa  Fe,  New 
Mexico,  which  is  the  oldest  town  in  the  United 
States,  in  the  church  may  be  seen  Spanish  wood 
work  and  carving  done  many  years  ago,  and  the 
oldest  bell  in  the  United  States.  A  iVIexican 
painting,  over  300  years  old,  and  some  Italian 
oil  paintings,  showing  the  rich  colors  of  the  old 
masters,  as  well  as  other  old  Spanish  oil  paint- 
ings, and  some  very  interesting  statues. 
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